KINNEE’S MOTEL 
(Motel Village) . 
2999 Byne Rd., at No. 2 HWY., WINDSOR, ONT., only 10 min. 


to down town Windsor. Featuring large comfortable rooms, Yo DA aes 
T.V. 21” in all units, FREE- Hot water heating, private baths & eA YY 


showers, city water and never closed. TEL. C 
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